To: Sisk, Richard[Sisk.Richard@epa.gov]; Todd Hennis[ 

Cc: Way, Steven[way. steven@epa.gov] 

From: Matt Francis 

Sent: Mon 9/21/2015 9:27:55 PM 

Subject: RE: Layout 

Site Layout - WWTP DETAIL.PDF 


Personal Emaii/Ex. 6 ] 


The attached site layout is preliminary. The vendor will be on site Thursday Sept 24 to assess site and 
propose revisions as necessary. 


— Original Message — 

From: Way, Steven [mailto:way.steven@epa.gov] 

Sent: Monday, September 21, 2015 3:16 PM 
To: Matt Francis <m.francis@erllc.com> 

Cc: Todd Hennis <r‘^rson^'E^il/^.'6 '! 

Subject: Layout ' " 

Matt please send the most current water treatment layout directly to Todd my mobile will not send that 
file. 

Thank you 

Sent from my iPhone 


Confidentiality Warning: This e-mail and any attachments contain information intended only for the use of 
the individual or entity named above. If the reader of this e-mail is not the intended recipient or the 
employee or agent responsible for delivering it to the intended recipient, any dissemination, publication or 
copying of this e-mail is strictly prohibited. Although this email has been scanned for malware, the sender 
does not accept any responsibility for any loss, disruption or damage to your data or computer system 
that may occur while using data contained in, or transmitted with, this e-mail. If you have received this e- 
mail in error, please immediately notify by return e-mail. Thank you. 
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